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Sweet Rewards. 

Your FREE Gift Offer Enclosed 


(with pack proofs f purchase). 


For\v;irding Service Requested 


xxxxxxxxxxxxxxxx 

Sample A. Sample 
123 Anv Street 
Anytown.US 12345-6789 
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PL*D4-97 O Fillip Morris, Inc. 1997 


SURGEON GENERAL'S WARNING: Quitting Smoking 
Now Greatly Reduces Serious Risks to Your Health. 


8 mg "tarr 0,7 mg nicotine av, per cigarette by FTC method. 05937-B3 


Source: https://www.industrydocuments.ucsf.edu/docs/fhcp0003 













